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FOR IMMEDIATE RELEASE Assistant Deputy Minister Public 
Works, to receive honorary degree 
from Concordia University June 8. 


Montreal, Quebec, May 25, 1977 -- Guy Desbarats, noted Canadian architect 
and assistant deputy minister of Public Works, will receive an'honorary degree at the 
engineering convocation at Sir George Williams Campus, Concordia University. 

The honorary doctorate of laws will be granted at 8:15 p.m. at the June 8 
convocation in the Alumni Auditorium of the Henry F. Hall Building, 1455 de 
Maisonneuve Blvd. W. 

Mr. Desbarats, assistant deputy minister for design and construction, was 
born in Montreal in 1925 and still maintains an office and a home here. 

He studied at Collége Ste-Marie, the parent of Concordia's Loyola Campus, 
and went to receive his degrees in architecture at McGill University. 

From 1948 - 1952, he practised architecture with the firm of Abra, 
Balharrie & Shore in Ottawa. From 1953 - 1958, he taught architecture at McGill 
and helped establish the School of Architecture there. 

During this period Mr. Desbarats and Raymond Afflect set up a firm with 
other architects, which was to be dissolved in 1970. 

In 1964 he was named dean of the School of Architecture at l'Université 
de Montréal. He was later made president of La Société canadienne de 1'informa— 
tion sur la construction. | 

Mr. Desbarats is a fellow of the Royal Architectural Institute of Canada 
and a member of the Order of Architects of Quebec. He is also the recipient of the 
medal of the Royal Architectural Institute of Canada, 
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